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SUBJECT: MAJOR PROJECT: KABUL WATER SUPPLY 

REF: KABUL 1606 

1 . U.S. FIRM, HYDROTECHNICS, HAS SENT LETTER OF INTEREST 
TO PRESIDENT, CENTRAL AUTHORITY FOR WATER SUPPLY AND 
SEWERAGE. COMMERCE, MEPD AIRPOUCHING TO EMBASSY COPY OF 
HYDROTECHNICS LETTER. GIVEN MAIL DIFFICULTIES, WOULD 
APPRECIATE EMBASSY CHECK WITH WATER AUTHORITY TO DETERMINE 
IF HYDROTECHNICS LETTER RECEIVED AND, IF NOT, PASS ON 
EMBASSY COPY PROPER OFFICIAL. 

2. FYI. ON BASIS OF PROJECT DESCRIPTION, WE DOUBT WHETHER 
HYDROTECHNICS SPECIFIC CONSULTING CAPABILITIES (GROUNDWATER 
FLOW SYSTEM ANALYSIS) ARE WHAT GOA IS LOOKING FOR. KISSINGER 
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